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MEMORANDUM FOR : Comptroller, DPD-DD/P L 4 

/ ve ye: 
SUBJECT : Completion of Contract 2 HF-B-5111B,~ ef 

Baird-Atomic, Ine. 


1. Reference is made to Contract No. HF-B-5111B with Baird-Atomic 
Ine., under which a final contract price of MEMMvas established 25X1A 
subject to verification of the contractor's material and property 
accounts by Government Auditors. 


2, Verification of these accounts has been completed by Government 
audit and this condition of final settlement as set forth in Paragraph 
2(d) of Amendment No. 5 to the contract therefore has been accomplished. 


3. A copy of letter to the contractor advising him of the 
foregoing is attached. 25X1A 
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